FIRST  METHODIST  CHURCH 
Methodism's  Downtown  Cathedral 
FORT  WORTH,  TEXAS 
This   $2,000,000.00  structure,   covering   an   entire   city  block, 
was  built  in  1930  at  Fifth  and  Florence  Streets.  Organized  in 
1654,  the  church  now  enjoys  a  membership  of  5,300  citizens. 
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